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1 SUMMARY / RESUME : 


A public: discussion concerning the validity of smoke 
analytical data of ventilated {- diluted) cigarettes 
makes it necessary, to clarify the term- of ’’leakage". 

Ambiguity can be avoided if the following! definition is 
adopted; 

* ALL AIR THAT ENTERS THE CIGARETTE HOLDER APART FROM' 

* THE MAINSTREAM SMOKE IS CONSIDERED TO- BE LEAKAGE:. 


Une discussion publique concernant la validite des 
donnees analytiques de cigarettes ventilees (= diluees): 
necessite la clarification du terme "fuite". 

L'ambiguitee peut etre evitee, si on adOpte la definition 
suivante; 

* TOUT 1 AIR QUI ENTRE DANS L'EMBOUT DE CIGARETTE A PART 

* LA FUMEE PRINCIPALE EST CONSIDERE COMME. FUITE. 
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